JOHN C. PARKER, 


WASHINGTON, D. C. 
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THE 


Onondaga Sectional 


Filing System 


Letter Unit. 

Letter Unit Verticle. 

Letter and Card Com- 
bination Unit. 


Card Index Unit 3x5. 


Card Index Unit 4x6. 
Document File Unit. 
Roller Shelf Unit. 
Bookcase Unit. 
Transfer Case Unit. 
Sliding Shelf Unit. 


Legal Blank Unit. 

Daily Report Unit. 

Pigeon Hole Unit. 

Electrotype and Card 
Combination Unit. 

Wells Catalogue Base. 

Cupboard Base. 

Two Drawer Base. 

Flat Base. 

Crown. 


We will be pleased to mail you any of the following catalogues: 


CATALOGUE NO. 121 S, 


. “EMPIRE” AND “SYRACUSE” LETTER FILING 
CABINETS. 


“SYRACUSE” DOCUMENT CABINETS. 
“SYRACUSE” LEGAL” BLANK CABINETS. 


CATALOGUE NO. 101 H. 
“HALE” SECTIONAL BOOKCASES, 


CATALOGUE NO. 111 W. 
“WELLS” ADJUSTABLE FILING CABINETS. 


CATALOGUE NO. 221 C. 
“SYRACUSE” CARD INDEX CABINETS. 


Few of the Points of Advantage of the 
Onondaga Sectional Filing Cabinet System. 


CONSTRUCTION. 


‘These cases are constructed of the best selected quartered sawed 
white oak. Every drawer used is made with dust-proof front ; inte- 
rior work is made of hard wood. ‘The front rail of each unit inter- 
locks with the unit above, making the case when set up as rigid as a 
solid case. 


FINISH. 
The Onondaga units are finished in golden oak. 


WELLS CATALOGUE BASE. 


‘This base has all the advantages of the adjustable shelf, adjust- 
able partition and adjustable index ; will file catalogue of any size, 
and has a capacity of about 400 catalogues. 


CARD DRAWER UNIT. 


These units are made in 3x 5 and 4.x 6 sizes ; are trimmed with 
our automatic duplex rod, with round rod or rodless, as may be 
desired. Drawers are made dust-proof. 


DOCUMENT UNIT. 


This unit is made with seven document drawers with suspension 
device. ‘The drawers are all dust-proof and are furnished either 
with wood or flat rod sides. ‘he follower in these drawers is very 
simple and rigid. 


" LEGAL BLANK- 


_ This unit is made with twelve legal blank drawers and three 
card index’ dtawers. Drawers are all made dust-proof, hard wood 
interior. 


= BQOKCASE UNIT. ; 
—Ahis ‘anit ig niade with receding door running over a false shelf, 
whiclmakes it perfectly dust-proof-and prevents marring the books. 


VERTICAL FILE UNIT. 


This unit consists of three large vertical drawers with double 
track and heavy follower block. 
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Onondaga Sectional Filing Cabinets. 


Flat Board Base. Price $1.00. 


This Base is intended for use on top of desk or table where a 
Jow base is repuired for the cabinet. 


au ae Cupboard Base. Price $12.00 
D. 13%. 


This base has four compartments. 


Onondaga Sectional Filing Cabinets. 


W. 41%. 

Price, 
Be EL 

$4.00. 
D~, 13%. 


Two Drawer Base. 


W. 41%. Wells Catalogue Base. Price $15.00. 
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Onondaga Sectional Filing Cabinets. 


Legal Blank 
and 
Card Unit, 
$9.00. 


Two 
| Drawer Base, 


$4.00. 


Shelf Unit, 
43.25. 


Nine Drawer 
Letter Unit, 
Without 
Indexes, 
$10.00. 
Indexes, 
20c. each. 


Legal Blank 
and 
Card Unit, 
$9.00. 


Two 
Drawer Base, 
$4.00, 


Two Drawer Base. Legal Blank. Nine Drawer Letter Unit and Shelf Unit. 


Onondaga Sectional Filing Cabinets. 


3x5 
Card Unit, 
$21.00. 


Shelf Unit, 
$3.25. 


Letter Unit, 
$10.00, 
Without 
Indexes. 
Indexes, 
20c. each. 


Legal Blank 
and 
Card Unit, 
$9.00. 


Two 
Drawer Base, 
$4.00. 


3x5 Card Index Unit. Shelf Unit. Legal Blank anl Carl Unit. Two Drawer Base Unit. 


Onondaga Sectional Filing Cabinets. 


ALY. 
. 14x. 
. 13% 
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Ww. 41%. 
H. 14%. 
D. 13%. 
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7 Drawer Document Unit. 


3x5 Card Unit. Shelf Unit. Letter Unit. 


Unit. 


Two Drawer Base Unit. 


Document 
Unit, 
Without 
Suspension 
$9.00. 
With Sus- 
pension $10. 


3x5 
> Card Unit, 
$21.00. 


Shelf Unit, 
$3.25, 


Letter Unit, 
Without - 
Indexes, 

$10.00. 

Indexes 20c. 

each, 


Legal Blank 
and 
Card Unit, 
$9.00 


Two Drawer 
Base, 
$4.00. 


Legal Blank and Card 
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Crown, 


AY. 
3%. 
14%. 


41%. 
14\. 
13%. 


ALY. 
14x. 
134. 


. 41%. 
144. 


13%. 
. 2%, 


. 41%. 
144. 
138%. 


Aly. 
14y. 
1334. 


.41y. 
. 19%. 
13%. 


Bookcase Unit. 


Onondaga Sectional Filing Cabinets. 


Crown Unit, 
$2.25. 


Bookcase Unit, 
$5.00. 


Document Unit, 
Without Suspen- 
sion $9.00. 
With Suspen- 
sion $10.00. 


3x5 
Card Unit, 
$21.00. 


Shelf Unit, 
$3.25, 


Letter Unit, 
Without Indexes, 
$10.00. 
Indexes, 20c. 


Legal Blank 
and 
Card Unit, 

$9.00. 


2 Drawer Base, 
$4.00. 


3x5 Card Unit. Shelf Unit. Letter Unit. 


Two Drawer Base Unit. 


7 Drawer Document Unit. 


Legal Blank and Card Unit. 
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Onondaga Sectional Filing Cabinets. 


Letter and 
Card Unit, 
Without 
Indexes, 
AY. $16.00. 
14M. Indexes 
20c. each. 
13%. 
Catalogue 
Base, 
$15.00. 
. 41%. 
2556. Cupboard 
13%. Base, 
$12.00. 


arr es 


Letter and Card Unit. Catalogue or Cupboard Base. 


Onondaga Sectional Filing Cabinets. 


9 Drawer « 


Letter 
Ww. 41%. Unit, 
BH, 19 $10.00. 
D. 13%. without 
Indexes. 
Indexes 20c. 
H. 2¥ each. 
Shelf Unit. 
$3.25. 
Letter and 
w. 414, i 
pS lay. without 
D. 18%. Indexes. 
Indexes 20c. 
each. 
Catalogue 
Base, 
W. 41%. $15.00. 
H, 2456. 
D. 13%. 
A Cupboard 
Base, 
$12.00- 


Nine Drawer Letter Unit. 


Shelf Unit. 


Letter and Card Unit. 
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Catalogue or Cupboard Base- 
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Onondaga Sectional Filing Cabinets. 


4x6 
Card Unit, 
41%. including 
144 Shelf, 
13%. $17.00. 
9 Drawer 
~ a 
144. $10.00. 
134. wiihout 
Indexes. 
Indexes, 20c. 
24. Shelf Unit, 
$3.25. 
aly. Letter and 
144. Card Unit, 
13% $16.00. 
without 
Indexes. 
Catalogue 
Base, 
+ ahve $15.00. 
. 2456. 
13%. 
Cupboard. 
Base, 
$12.00. 
4x6 Card Unit. Nine Drawer Letter Unit. Shelf Unit. Letter and Card Unit. Catalogue 


or Cupboard Base. 
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Onondaga Sectional Filing Gabinets. Onondaga Sectional Filing Cabinets. 


Crown Unit, 


W. 41%. U 
H. 3%. $2.25. Crown. 
D. Myx. Ww. i. D. Crown Unit, 
Transfer 41%. 3%. 4. $2.00. 
W. 41%. a % 
H. 14M. 00. 
D. 18%. on ‘ 7 
os 4x6 DaILy REPORT UNIT. - Daily Report Unit,, 
Card Unit, w. H. D. $13.00. 
W. 41%. including 41%. 144. 13%. 
H. 144. Shelf, 
mies $17.00. 
PIGEON Horr Unit. 
9 Drawer w. H. D. : 2 
i Pigeon Hole Unit. 
tter Unit, 3y 
Ww. 41%. Teper Unt 41%. 144. 18%. $13.00. 
H. 144. without Indexes. 
D. 18%. Indexes, 20c. 
each, 
H. 2% Shelf Unit, 
Pa, 3.25. F 
ee ROLLER SHELF UNIT. aed Unit,, 
5.00. 
Letter and Wi fe es 
Card Unit, 41%. 4y. 13%. 
without Indexes, 
Ww, 41¥%. $16.00. 
H. 144. 
1 Cupboard Base,, 
CUPBOARD Base. $12.00. 
Catal 
Ww. 414. ORE Ww. HD. 
H. us. $15.00 40%. 2456. 134. 
D. 18%. $15.00. 
Cupboard 
Base, 
$12.00. 


Crown Unit. Daily Report Unit. Pigeon Hole Unit. Roller Shelf Unit. Cupboard Base- 


Crown Unit. Transfer Unit. 4x6 Card Unit. Nine Drawer Letter Unit. Shelf Unit. 
Letter and Card Unit. Catalogue or Cupboard Base. 


Onondaga Sectional Filing Cabinets. 


Crown Unit, 
$2.25, 


4x6 Card Unit, 
$17.00. 
With Lock, 
$20.00. 


6 Drawer Vertical 
Unit, 
$30.00. 

3 Drawer Vertical 
Unit, $15.00. 

6 Drawer Vertical 
Unit with base, 

$32.00. 


3 Drawer Vertical 
Unit with base, 
$17.00. 
Vertical Guides, 
plain (cut fifth) 
$7.50 per 1000. 


Vertical Guides, 
numbered 
consecutively, $9.€0 
per 1000. 


Vertical Folders, 
numbered 
consecutively, $7.50 
per 1000. 

Vertical Folders, 
printed, 
$7.50 per 1000. 
Vertieal Transfer 
Cases, each, 
$1.00. 


Crown, 
Ww. EL, D. 
41%. 38%. 14%. 


4x6 Carp Unit. 
W. By D. 
ALY. 14%. 18%. 


Vertical Unit. 
WwW. A. Di 
41% 144% 98 


Vertical Crown, flat 


desk top._ 6.50. 
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Onondaga Sectional Filing Cabinets. 


Crown Unit, 


Crown Unit, 
$2.25. 


$2.25. 
7 B ‘ 
a “oo 
Pe Letter and 
4x6 a Unit, 
516.00. 
Card Unit, without 
$17.00. Indexes. 
Indexes 20c. 
each, 
Letter Unit, Document 
$10.00. Unit 
aoe Without Sus- 
Tudeses. Bie pension $9,00. 
nh With Suspen- 
ace. sion $10.00. 
Shelf Untt, Shelf Unit, 
$3.25. $3.25. 
3x5 Letter Unit, 
= $10.00. 
Card Unit, without 
$21.00. Indexes. 
+ Indexes, 20c. 
each, 
Legal Blank 
and Card Unit, 
$9.00. 
Catalogue Drawer Base 
Base Unit, Unit, 
$15.00. $4.00, 


(Patented. ) 


Double Stack of the Onondaga Sectional Units locked verticle. 


Hale Sectional Bookcase. 


Syracuse Card Gabinet. 


Wells Adjustable System. Syracuse Letter Filing Cabinet. 


